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The conversion from the scan may have introduced small errors in
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the original files, which can be found at www.trex-arms.com.
T.REX ARMS is not affiliated with or endorsed by the U.S. War Department.
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feet hoe PAR TOME NoT ° 26 SEPTEMBER 1944

Wasutneron 25, D. C., 26 September 1944 |

TM 11-2045, Deciber Meter TS-399/U, 138A (SPL), eee oon Measuring Set Per D-165655 (Moisture-Resistant), is published for the information and guidance of all concerned: [AG 300.7 (15 Jun 44) ] ml | | BY ORDER OF THE SECRETARY OF War: ?

J, A. ULIO . Chief of Staff Major General. . The Adjutant General
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